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HARYANA GOVT GAZ ., DEC . 9 , 1969 (AGHN . 18 , 1891 SAKA ) 


( PART 1 


The 1st December , 1969 


No. 5607-2PW (2 ) -69 34749. - Whereas it appears to the Governor of Haryana that land is 
required to be taken by Government, on the public expense , for a public purpose , namely , for the 
construction f 3366 KV Tee of Gharaunda Substation for the Haryana Sta e Eectricity Board , it is 
hereby notified that I ind in the locality described below is likely to be required for the above purpose . 


This declaration is made under the provisions of section 6 of the Land Acqusition Act, 1894 , to all 
whom it may concern , and under the provisions of section 7 of the said Act, the Land Alq : iti n 
Collector. Ha yan : State Electricity B. dru , Chandig rii, , is hereby directed to take order for the acqui 
sition of the said land , 


Plans of the land may be inspected in the ofiices of the Collector of Karnal District Land Acqui 
sition Coll.ctor, Haryana State Electricity Board , Chandigarh and of the Executive Engineer , Construc 
tion Division No. 1, Haryana State Electricity Boaid , Chandigarh . 


In view of the urgency of the acquision , viz . 33/66 KV Tee of Gharaunda Substation already 
constructed and it is necessary to acquire the land , the Governor of Haryana , in exercise of the powers 
conferred by Section 17.1) of the said Act, is further pleased to direct that the Land Acquisition Collector, 
Haryana State Electricity Board , Chandigarh , shall proceed to take possession of any waste and arable 
land herein specified in accordance therewith : 


SPECIFICATION 


District 


Tehsil 


Locality / 
Village and 
Hadbast Nu . 


Remarks 


Area in 
acres 


Description 
of Arest 


Tower 
No. 


AK . M. 


Karnal 


Karnal 


Gharaurda, 
H. B. No. 27 


0-0 5 


2 to 4 


454 , 124 25, 
124, 16-1 


B. L. AHUJA , Secy . 


PUBLIC WORKS DEPARTMENT, B. & R. BRANCH 


The 2nd December, 1969 


No. 7202 -PWIII (3) -69,34844 -Shri J. C. Malhotra , Executive Engineer Electrical, reli: quished 
charge of Rohtak Electical- cum -Mechanical Division in the afternoon of 30th September , 1969 on 
retirement. 


H. S. ACHREJA , Secy . 


IRRIGATION BRANCH 


The 28th November, 1969 


No. 2804 Project.- Where as it appears to the Governor of H - ryana that land is likely to be required 
to be taken by Government, at the public expense , for a public purpose, namely , for constructing Siha Drain 
from R.D. O to tail R.D. 22:03 in tehsil Palwal, district, Gurgaon , it is hereby declared that the land described 
in the specification below is required for the above purpose. 


The declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894, to 
all whom it may concern and under the provisions of section 7 of the said Act, the Land Acquisition Collector, 
B. & R ., Ambala , is hereby directed to take order for the acquisition of the said land . 


Plans of the land may be inspected in the office of the i and Acquisition Collector, B. & R ., Ambala, 
and of the Executive Engineer, Gaunchi Division , Gurgaon Canal, Faridabad . 
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In view of the urgency of the acquisition , the Governor o Haryana , in exercise of the powers 
under section 17 (1) of the said Act, is further pleased to direct that the land Acquisition Collector, B. & R., 
Ambala , shall proceed to take possession out of the land herein specified any waste or arable land in accor 
dance therewith . 


SPECIFICATION 


District 


Tehsil 


village 


Direction 


Area in 
acrcs 


Gurgaon 

Do 
Do 
Do 
Do 


Palwal 
Do 
Do 
Do 
Do 


Kodia 
Banchari 
Dakhaura 
Marauli 
Sina 


92 


4 strip of land 22,500 feet in 
length and varying in widths 
generally lying in the direc 
tion from north - east to 
south as shown on Todex 
Plan and as demarcated at 
site 


6.63 


Total 


36.37 


No. 2812 Project. - Whereas the Gover.or of Haryaga is satisfied that land specified below is 
needed by Government, at the p.blic expense for a public purpose, nantly, for constructing the Mitrol 
Drain from R. D. O. to tail R. D. 32,550 in tehsil Palwal, districi Gurgaon , it is declared that the 
land described in the specification below is required for the above purpose . 

This declaration is made under the provisions of section 6 of th : Land Acquisition Act, 1894 to all 
wborn it may concern , and under the provisions of section 7 of the said Act, the Land Acquisition Collector 
B & R , Ambala is hereby directed to take orders for ihe said land . 

Plans of the land may be inspected in the ofice of tut Land Acquisition Collector, B & R. Ambala 
and of the Executive Engineer, Gaunchi Division , Gurgaon Can .. , F. dabad . 

In view of the urg : ncy of the acquisition the Governor of Ha yuna iu cxercis : of the powers under 
Section 17(i) of th : said act is further pleased to dire-t that the Land Acqui itiun Collector, B. & R., Ambala 
shill proceed to take possession out of the land therein specified any waste or atable land in accordance 
therewith : 


SPECIFICATION 


District 


Tehsil 


Village 


Alea in 

acres 


Boundaries 


in a 


Gurgaon 

Do 
Do 
Do 


Palwal 
Do 
Do 
Do 


Scoli 
Khate a 
Aurangabad 
Phulwari 


2.10 
11.90 
25.32 
0.37 


A strip of land of Mitrol drain 

length of 32,550 fcct 
vary ng in widths running general 
ly in the direction of north to 
southi- W « Si as demarcated at 
site and as shown on the 
index plan . 


Total 


39.69 


By order of the Governor of Haryana . 


K. S. PATHAK , 


Chief Engineer Projects, 
Lirig . tion Works , Haryana , 

Chandigarh 


